UNITED STATES OF AMERICA 
GENERAL SERVICES ADMINISTRATION 


National A r chives and Records Sendee 
Washington, DC 204-08 


JAN 3 1 1973 


Mr. Paul L. Hoch 

1735 Highland Place, Apt. 25 

Berkeley, California 94709 

Dear Mr. Hoch: 

This refers to your appeal of August 7, 1972, to the Director of 
Information of the General Services Administration concerning the 
denial to you of the "Report of Inspection by Naval Medical. Staff on 
November 1, 1966 at National Archives of X-rays and Photographs of 
Autopsy of President John F. Kennedy." GSA has nov; decided to make 
the report available for research. Enclosed is a copy of that docu- 
ment . 


Sincerely, 



JAMES B. RHOADS 

Archivist of the United States 
Enclosure 


Keep Freedom in Tour Future With U.S. Savings Bonds 



